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ODP-0-590 
STATINTL SAF-E231-80 
2 May 1980 


MEMORANDUM FOR: Director, Office of Communications 


FROM 
Director, Consolidated SAFE Project Office/ODP 
SUBJECT : Project SAFE WBC Cable Plan 
STS TINTL Copies of the SAFE WBC Cable Plan consisting of four 
volumes were delivered to the Division Chiefs of your 
STATINTL [Networks Division, Engineering Division and Communi- 


cation Security Division. The information contained within 


these volumes will be the basis for ac si Revi 
meeting to be held at the 
een 21 May 1980.—TO assist us in ensuring tha 


the Cable System meets all expectations, please provide the 
undersigned with any comments concerning the Cable Plan by 
15 May 1980. 


STATINTL 


[| 


Ree “DEORE STATINTL 


WFT:pjp (2 May 1980) 
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STATINTL 
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STATINTL SAF -E230-80 
2 May 1980 


MEMORANDUM FOR: Chief, Engineering Division/ODP 


FROM 
Director, Consolidated SAFE Project Office/oppPp 


SUBJECT > Project SAFE WBC Cable Plan STATINTL 


Copies of the SAFE WBC Cable Plan consisting of four 
volumes were delivered to your office 29 April 1980. The 
information contained within these volumes will be the basis 


for a Cable Design Review to be held at the[_|facility in 
ey ey toed ease ee 


any comments you may have concerning this Cable Plan by 
15 May 1980. 


STATINTL 


a 


WFT:pjp (2 May 1980) 


cc: D/ODP 
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STATINTL 


STATINTL 
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ODP-0-589 
SAF-E229-80 
2 May 1980 


MEMORANDUM FOR: Chief, Real Estate & Construction Division/oL 


FROM 
Director, Consolidated SAFE Project Office/ODP 
SUBJECT : Project SAFE WBC Cable Plan 
STATINTL 
STATINTL 
Copies of the SAFE WBC Cable Plan nsisting of four 
volumes were delivered to Mr. of your Headquarters 


Engineering Branch for his review and comments. The information 
contained within these volumes will be t £ able 


Design Revie be held at the 
ee cl on 21 May 1980, 1s cordially 
invited to participate in this mee €ase provide the 


undersigned with any comments concerning the Cable Plan that 
your office may have by 15 May 1980. 


STATINTL 


| 


STATINTL 


WFT:pjp (2 May 1980) 


ec: D/ODP 
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